Mr.   Castanon stated that cleati-up operations began at approximately
five p.m.   and were completed by k a.m.,  December 30,   1980.     Approximately
three shuttlecars of coal were loaded just in front of the <ramp  to  abate
the citation and the abatement efforts were confirmed by company safety
inspector Aaron Charles.     Since the abatement  took approximately 11 hours,
Mr.   Castanon believed the coal accumulations were extensive.     Mr.   Castanon
stated that mine management representatives,  including the mine superintendent
and  foreman) discussed the matter with him during the abatement process
and that Mr.   Baylor advised him that he had been on the section during the
previous day shift,  had noticed the accumulations and had instructed
the evening shift section foreman to back the continuous mine up to  the
ramp  and to clean the roadway but  that this had not been done at  the  time
he arrived on the section.     He also stated that Mr.   Baylor had agreed
with his decision to issue    the citation and that his notes  confirm this
fact   (Tr.  17-18).

On cross-examination,   Inspector Castanon confirmed that   the mine
in question operated on three shifts; namely,   the "hoot-owl" shift  from
11:00 p.m.   to 7:00 a.m.,   the day shift from 7  to   3 p.m.,  and  the evening
shift  from 3 p.m.   to 11 p.m.     He confirmed that he observed someone around
the ramp area when he first arrived on the section the day of his  inspection,
and that  the person was "just sitting"   (Tr.  24).     He could recall no
one shovelling coal or cleaning in the area.     He did recall some individuals
working around the continuous miner which was  facing towards  the face,
but he could not recall what the Individuals were doing  (Tr.   26-27).
He also observed a shuttle car parked at the ramp area  facing south,   and
a second shuttle car parked at the first check curtain to  the east of
the ramp area  (Tr.  29).    He confirmed the fact that he went to  the face
area to observe the roof conditions,  and later came back and issued  the
coal accumulations citation after looking over the area and making his
measurements  (Tr.   30).    The deepest accumulations  consisting of 12  inches
were present at the ramp area,  and the four inches were measured along
the remaining area for approximately 200 feet  continuously from the  ramp
to the split of the two blocks of coal,  outby the area where  the miner
was parked and towards the face  (Tr.   32).

Mr,  Castanon testified that   a      citation was  issued on the continuous
miner,   and he vaguely recalled being told that  the miner machine was broken
down  (Tr.   34).    However,  his notes do not reflect any details  concerning
the breakdown of the machine.    He stated that  the usual method of cleaning
accumulations in the mine was by means of scoops,  but he  could not' state
whether this was the means used in this case since he had not been at the
mine for some time  (Tr.   35).    Had he observed cleaning  in process with the use
of a continuous mining machine only,  he would still have issued a citation
because he does not believe that a mining machine can do  an adequate
clean-up job because of the fact  that the machine pan cannot  clean up  the
middle of the roadway.    The ramp area must be cleaned by shovel and the
continuous miner could not adequately clean the ramp and  the accumulations
were continually being run over and packed down by the machine   (Tr.   35-37).

220ements of   the   roof  control  plan.     The roof was   too  wide  and  was  not
